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FOR DEPUTY UNDER SECRETARY EAGLEBURGER; FROM AMBASSADOR 
SHLAUDEMAN 

SUB J : SECURITY PROTECTION AFFORDED PUBLIC ACCESS AREAS 
AT OVERSEAS POSTS 

REF: STATE 210312 

1. WE HAVE COMPLETED, WITH MY ACTIVE PARTICIPATION, A COMPRE- 
HENSIVE REVIEW OF THE POST'S PHYSICAL SECURITY. THE PROBLEM 
HAS BEEN GIVEN CONSIDERABLE ATTENTION HERE DURING THE LAST 
15 YEARS OR SO AND WE ARE IN REASONABLY GOOD SHAPE.HOWEVER, 
THERE ARE SOME DEFICIENCIES WHICH REQUIRE CORRECTIVE ACTIONS 
AS FOLLOW: 

A. CONSTRUCTION OF STEEL FENCING FROM BUILDING LINES TO 
CHANCERY BUILDING TO CONTROL VISITOR ACCESS - $3,500; 

B. CONSTRUCTION OF GUARD HOUSE POST AT COMPOUND ENTRANCE 
TO SCREEN VISITORS TO ANNEX BUILDING AND CONSULAR SECTION. 
COST OF GUARD POST BUILDING $7,000; 

C. INSTALLATION OF MYLAR AND TINTING ON DOUBLE GLASS 
DOORS TO ANNEX BUILDING - $100; 
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D. INSTALLATION OF SIMPLEX LOCKS ON ACCESS DOORS TO 
WORKING AREAS OF CONSULAR SECTION - $50; 

E. EXTENSION OF WOODEN PARTITIONS PRESENT IN CONSULAR 
SECTION TO CEILING TO FULLY SEGREGATE WORKING AND PUBLIC 
ACCESS AREAS - $2,500; 

F. RELOCATION OF ELEVATOR SWITCH-OFF BUTTONS IN ANNEX 
TO POSITION INSIDE MARINE CONTROL DESK - $100; 

G. INSTALLATION OF BUTTON ALARM FROM ANNEX POST NO 2 
TO CHANCERY POST NO 1 - $100; 

H. INSTALLATION OF METAL DOOR FROM ANNEX LOBBY TO 
ANNEX STAIRWELL - $100; 

I. BUTTET-PROOF GLASS FOR MARINE GUARD CONTROL DESK IN 
CHANCERY LOBBY - $1,200; 

J. INSTALLATION OF DECORATIVE GRILL ON SECOND FLOOR 
OFFICES OF CHANCERY BUILDING TO PREVENT ACCESS OF CLIMBER 
$2,500; 


K. POST RESEARCHING FEASIBILITY OF "PERSONNEL SCREENING 
DEVICE", I E METAL DETECTOR FOR PERSON ENTERING CONSULAR 
SECTION BUT NO REQUEST BEING MADE PENDING RECEIPT OF DATA 
NECESSARY FOR DECISON. 

2. POST AWAITS FINANCIAL SUPPORT IN WASHINGTON FOR PROJECTS. 
WILL PROCEED UPON NOTIFICATION OF FUNDING. 

SHLAUDEMAN 
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